his pay.  When asked what Mr. Cox's complaints were about,
Mr. Carpenter stated Kodds and ends.  He was always complain-
ing about a lot of things ... to some extent a lot of it
did have to do with health and safety." Mr. Carpenter also
confirmed that some of the complaints were about how the mine
was being managed, and management decisions not necessarily
related to safety (Tr. 268-269).

Mr. Carpenter did not know what prompted Mr. Jackson's
prior threat to fire Mr. Cox, but he confirmed that
Mr. Jackson had warned Mr. Cox about riding the belt out of
the mine after being told by Mr. Jackson that he should not
do so (Tr. 269).  Mr. Carpenter confirmed that on one occa-
sion, while riding the mantrip, he heard Mr. Blankenship tell
Mr. Cox "don't do anything to make me fire you" (Tr. 271).

William J. Griffin, roof bolter, testified that he has
been off the job for a year due to a non-work related condi-
tion, but that he is still employed by the respondent.  He
confirmed that sometime in June, 1984, he traded shifts with
Mr. Cox for 2 weeks, and that they were both working as roof
bolters at the time.  At that time, MSHA inspectors were con-
ducting roof control inspections of the mine, and he heard an
inspector recommend to Mr. Jackson that Mr. Cox be taken off
the roof bolter, but did not know why (Tr. 275).  After that
time, Mr. Cox operated a scoop, and Mr. Griffin stayed on the
bolter (Tr. 276).

Mr. Griffin confirmed that he worked on Saturday, May 11,
1985, but that Mr. Cox did not, and they had no conversation
about not working that day (Tr. 277).  Mr. Griffin confirmed
that the ATRS systems sometimes does not work, but that
repairs are usually made within two shifts (Tr. 279).  He has
never known the system to be down for weeks at a time.
Mr. Griffin never heard Mr. Cox complain to management about
safety, but he (Griffin) has discussed safety matters with
Mr. Jackson and Mr. Blankenship, and they always checked it
out and took corrective action (Tr. 279-280).  Mr. Jackson was
"all the time saying something about safety."  On one occa-
sion, Mr. Jackson told the men "to look out for their accident
rate or he was going to shut the mine down," and that he was
upset over a lot of minor injuries (Tr. 281-282).  Mr. Griffin
confirmed that working on Saturdays was a condition of employ-
ment, and that he worked a lot of overtime on Saturdays, and
that Mr. Cox called him a "company suck" for doing so (Tr.
284).

In response to further questions, Mr. Griffin confirmed
that when he complained to Mr. Blankenship about roof cracks,

495ard Mr. Cox state that he
